PLATE LH
VAHTEGATED GLACTEB IN 1909
Moraine-covered inner bulb of Variegated Glacier in 1909 from Station H (Map 3).    Compare with, Plate LVIT, A, and note disappearance of gorge and waterfall
through advance in 1906, and change in glacial streams in interior flat.